From: Gary Simpson [gsimpson@nc.rr.com] 

Sent: 1/9/2018 11:31:30 AM 

To: contactgov [/o=Exchangel_abs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: [External] ACP Denial 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Please deny state permits for the ACP and support solar and batteries instead. 

There's a better way. NCWARN's /VC Clean Path 2025 report shows that solar combined with 
battery storage is the way of the future. In fact, a arge Australian battery installation by Tesla 
just kicked in to cover two recent outages only weeks after being installed. 

Gary Simpson - Pittsboro 












